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REAM @.374 FLATS .960 ENGRAVE TOOL No., .14 LETTERS; 
FAR SIDE ENGRAVE SERIAL No., 
AND "MADE IN USA", TO FIT 


SECTION A-A 


NOTES 
1. TEST PEICE RC 33. 


RED BARN MACHINE 
SEAL TOOL 


‘Sevlary| BIO | PART # | ary DESCRIPTION MATERIAL OR SPECIFICATIONS l 
- 1 | SEAL TOOL 4140 Q&T Ø1-3/8 x 3-1/8 DRAN: — PERRITT 


DIMENSIONS ARE IN INCHES 


METRIC D Weil 


DECIMALS 
XXX + .005 Xx + 1mm TREAT RC 30-35 


x Fi ANGLES +.5° SPEC BLACK OXIDE 
UNLESS OTHERWISE SPECIFIED 
1. BREAK ALL SHARP EDGES PW206B & 206B2 
015 x 45° PR 015R 
2. DIMENSIONAL LIMITS APPLY AFTER PLATING | O Z OZO O O OOOO O 
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